Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


UNCLASSIFIED 

PAGE 01 MONROV 04232 I00029Z 
ACTION COME-00 

INFO OCT-OI AF-IO ISO-00 EB-08 /0I9W 

0I3I99 II0237Z/23 

R09I600Z JUN 78 
FM AMEMBASSY MONROVIA 
TO SECSTATE WASHDC 9669 

UNCLAS MONROVIA 4232 


Message Text 


E.O. 11652: N/A 
TAGS: BEXP, LI 

SUBJECT: INQUIRY ABOUT SEWERAGE COLLECTION SYSTEMS 
REE: STATE 130044 


RESPONSES BELOW KEYED TO QUESTIONS PRESENTED PARA 2 REFTEL: 

A. 120,000 FEET 6-15 INCH VETRIEIED CLAY PIPE; 3,000 EEET 
16-INCH VITRIFIED CLAY PIPE; 50,000 EEET 6-60 INCH COAL TAR; 

20,400 FEET 4-20 INCH CAST IRON PIPE; INCLUDES 5,000 HOUSE 
CONNECTIONS AND 373 MANHOLSE. 


B. SEE A ABOVE. 


C. STORM DRAINS AND SEWAGE SYSTEM GENERALLY SEPARATE. 


D. STORM DRAINS GENERALLY WORK INTO STREAMS AND OCEAN; 
SEWAGE SYSTEM WORKS PRIMARILY INTO TREATMENT PLANT, THOUGH 
SOME UNTREATED SEWAGE DRAINS INTO STREAMS AND OCEAN. 


E. ONLY EQUIPMENT IN COUNTRY PURCHASED DIRECTLY BY LIBERIA 
WATER AND SEWER CORPORATION (LWSC), P.O. BOX 165, MONROVIA, 
LIBERIA, MANAGING DIRECTOR OE LWSC IS MR. LOGAN CAMPBELL. 
HORAN 


UNCLASSIFIED 
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